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Message Text 

CONFIDENTIAL 

PAGE 01 NEW DE 06889 02I629Z 
ACTION OC-06 

INEO OCT-OI NEA-II ISO-00 CCO-00 SY-05 OCL-00 FBOE-00 
A-OI /024W 

000240 02I725Z/46 

R 020906Z MAY 78 
FM AMEMBASSY NEW DEI .HI 
TO AMEMBASSY DACCA 
INEO SECSTATE WASHDC 1230 
AMEMBASSY ISLAMABAD 
AMCONSUL KARACHI 
AMCONSUL HONG KONG 

CONEIDENTIAL NEW DELHI 6889 

KARACHI EOR RCO; ISLAMABAD EOR RSO; HONG KONG FOR OIC/RTC,RSS; 
SECSTATE ALSO FOR ATO 

E.O. 1 1652: GDS 

TAGS: AFAC, ABLD, ASEC 

SUBJECT: CCC RENOVATION/POWER UPGRADE - DACCA 

REF: NEW DELHI 6106 

1 . ATON NEW DELHI DOES NOT ANTICIPATE BEING ABLE TO 
COMMENCE DACCA POWER UPGRADE PRIOR CIRCA I JUNE 78. 

2. PER REETEL, ATO UNABLE TO PROVIDE REMAINING GFE 
MATERIAL NECESSARY EOR RENOVATION PRIOR I JUNE. IN ADDITION, 

ATO TECHNICIANS COMMITTED TO MAJOR RENOVATION PROJECT IN 
KARACHI THROUGHOUT MONTH OF MAY. 

GOHEEN 

CONFIDENTIAL 
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